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STAT 


REPLY TO ATTENTION OF: 

522U3/C-379 

STATl 


REGISTERED MAIL - RETURN RECEIPT REQUESTED 


AUG 2 6 1958 


STAT 


Subject: Task Order No. 1 

Dear Sir: 


In order to provide continuous information on the 
progress of the subject task order, we will provide progress 
reports summarizing the activity on the program. Enclosed herewith 
is Progress Report No. 1. It will be noted that certain action is 
required by the Technical Supervisor. It is requested that every 
effort be made to expedite such action. 

Sincerely yours. 



STAT 


JMJ/dfw 

Enclosure: Progress Report No. 1 (3 pages) - two copies 
cc: Contracting Officer w/l cy. end. 
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Index of Drawings on Microfilm 

(Air Force Publication - 28 July 1946) 

MF 01-C54-1 (T.O. No. 01-40 NM-109) 

Mr. Dunbar, Materiel Sect., Bolling Air Force Base 



Film No. 

Abbreviated Title 

Drawing No. 

D 

0 

1 . 

A1197 

Latch Plate 

1147625 

X 

X 

2. 

A1198 

Adj. Latch Plate 

1147626 

X 

X 

3 . 

A1199 

Plate As sen. 

1147627 

X 

X 

4 . 

A1254 

Strike Plate 

1148341 

X 

X 

5 • 

E58 

LH Intercostal 

2148315 

X 

X 

6 . 

E58 

RH Intercostal 

2148315 

X 

X 

7. 

R38 

Frame 3ta. 806.125 

5138210 

X 

X 

8 . 

R 5 ? 

Overall Picture C-54 




9 - 

RfO 

Bulkhead Sub. 680.375 

5145180 

X 


10. 

R 106 

Frame St a. 763 

5145592 

X* 

X 

11. 

H371 

Hinge 

4146508 

X 

X 

12. 

T39 

Bulkhead Assem. - 784.625 

5178393 

X 


13 - 

T72 

Instal . Cargo Platform 

5178955 

X 

X 

14 . 

TQO 

Instal. Main Cargo Door 

5179115 

X 

X 

18 * 

T86 

Floor Panel 

5179441 

X 


16. 

U128 

Instal. External Doors 

5233067 

X 

X 

17 . 

X 137 

Frame Sta. 742 

5242164 


X 

18. 

X 178 

Frame Sta. 721.5 

5242547 


X 

19. 

XI92 

Frame Sta. 701 

5242705 


X 

20 . 

X194 

Bulkhead Assem. - 784.625 

5242709 


X 

21. 

Y1 

Frame Sta. 66l 

5242751 


X 

22. 

Y94 

Fuselage Assem. 

5244354 


X 

23 . 

Y95 

Next Assem. 

5244355 


X 

24 . 

AAI98 

Plate . 

5178676 

X 

X 



Sanitized Copy Approved for Release 201 1/05/10 : CIA-RDP78-03642A001 20002001 7-8 



